76       DOCKETED ITEMS
8503270208 Forwards addl payment to complete fees for 840229 application for Tech Spec change approved as Amend 90 to License DPR-46.Fee paid. PILANT.J.M. Nebraska Public Power District 85/03/21. DIGGS.R.M. License Fee Management Branch. 1p. 29527:268-29527:268.
Q. inspection reports, !E Bulletins & correspondence
8503140526 Forwards Performance Appraisal Insp Rept 50-298/84-21 on 841022-1102 & 13-16 & executive summary re 29 potential enforcement findings presented as unresolved items. Response within 60 days requested,
GRACE.J.N. Division of QA, Vendor & Technical Training Center Programs (Post 850212). 85/02/01. PILANT.J.M. Nebraska Public Power District. 10pp. 29374:296-29374:344.
-8503140532 Performance Appraisal Insp Rept 50-298/84-21 on 841022-1102 & 13-16.Twenty-nine potential enforcement findings & unresolved items noted. WHEELER,LL Division of QA, Vendor & Technical Training Center Programs (Post 850212). DYER.J.E., MARTIN.T.O. Director's Office, Office of Inspection and Enforcement. 85/01/29. 39pp. 29374:306-29374:344.
8503150181 Forwards Exam Rept 50-298/OL-85-02 of exam administered during Jan 1985.
JOHNSON.E.H. Region 4, Office of Director. 85/02/08. KUNCL.LG. Nebraska Public Power District. 2pp, 29392:340-29392:351.
-8503150186 Exam Rept 50-298/OL-85-02 in Jan 198S.Exam results:candidate passed senior reactor operator license exam.
PELLET.J.L, COOLEY.R.A. Region 4, Office of Director. 85/02/06. 9pp. 29392:342-29392:351.
8503010243 Ack receipt of 850208 Itr informing NRC of steps taken to correct violations noted in Insp Rept 50-298/84-23. Implementation of corrective actions will be reviewed during future insp.
JOHNSON.E.H. Region 4, Office of Director. 85/02/22. PILANT.J.M. Nebraska Public Power District. 1p. 29163:157-29163:159.
-8503010245 Responds to NRC 850116 Itr re violations noted in Insp Rept 50-298/84-23.Corrective actions:Doors D301-1.H305-3.B101-1 & B100-1 repaired.New assemblies for Doors D301-1.B101-1 & B100-1 ordered.Full compliance will be achieved by 850715.
PILANT.J.M, Nebraska Public Power District. 85/02/08. JOHNSON.E.H. Region 4, Office of Director. 2pp. 29163:158-29163:159.
8503040255 Forwards Insp Rept 50-298/85-02 on 850101-31 .No violations or deviations noted.Actions taken re previously identified insp findings also examined JOHNSON.E.H. Region 4, Office of Director. 85/02/26. P.'LANT.J.M. Nebraska Public Power District. 2pp. 29184:001-29184:013.
-8503040259  Insp  Rept  50-298/85-02  on  850101-31.No  violations  or  deviations noted.Major areas inspected:operatiqnal safety verification.monthly surveillance & maint.licensee event fcllcwup.lE bulletins & iterrs from previous insps. DUBOIS.D.L, JAJDON.J.P. Reaion -I, Oi:ice ci Director. 85/02/22. 11pp. 29184:003-29184:013.
8503040349 Forwards Insp Rept 50-298/85-01 on 850107-11 & notice of violation. JOHNSON.E.H. Region 4, Office of Director. 85/02/26. PILANT.J.M. Nebraska Public Power District. 2pp. 29179:292-29179:305.
-8503040352 Notice of violation from insp on 850107-11. * Region 4, Office of Director. 85/02/26. 2pp. 29179:294-29179:295.
-8503040359 Insp Rept 50-298/85-01 on 850107-11.Violation noted:failure to identify discrepancies in vendor matl documentation & to follow procedure in minor design changes for Agastat relay upgrade.
BARNES.!., BENNETT, W.R., HARBUCK.C.C. Region 4, Office of Director. 85/02/15. 10pp. 29179:296-29179:305.
8503040402 Forwards Insp Rept 50-298/85-03 on 850121-25.No violation or deviation noted.
JOHNSON.E.H. Region 4, Office of Director. 85/02/26. PILANT.J.M. Nebraska Public Power District 2pp. 29183:198-29183:205.
-8503040408 Insp Rept 50-298/85-03 on 850121-25.No violation or deviation noted.Major areas inspected:welding & NDE activities re recirculation core spray & reactor water cleanup piping replacement.
BARNES.I., JAUDON.J.P. Region 4. Office of Director. 85/02/15. 6pp. 29183:200-29183:205.
8502250807 IE Info Notice 85-016, "Time/Current Trip Curve Discrepancy of ITE/Sie-mens-Allis Molded Case Circuit Breaker." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/02/27. Consolidated Edison Co. of New York, Inc. 113pp. 29196:147-29196:258.
8503010448 IE Info Notice 85-017, "Possible Sticking of ASCO Solenoid Valves." Svc list encl.
JORDAN.E.L, Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/01. Consolidated Edison Co. of New York, Inc. 108pp. 29481:301-29482:044.
8502270050 Suppl 1 to IE Info Notice 83-70, "Vibration-Induced Valve Failures." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/04. Consolidated Edison Co. of New YorR, Inc. 109pp. 29481:193-29481:300.
8503050481 IE Info Notice 85-018, "Failures of Undervoltage Output Circuit Boards in Westinghouse-Designed Solid State Protection Sys."
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/07. Consolidated Edison Co, of New York, Inc. 99pp. 29482:045-29482:143.
8503120322 Forwards Insp Rept 50-298/85-05 on 850204-07.No violation or deviation noted.
JOHNSON.E.H. Region 4, Office of Director. 85/03/07. PILANT.J.M. Nebraska Public Power District. 2pp. 29318:163-29318:169.
-8503120332 Insp Rept 50-298/85-05 on 850204-07.No violation or deviation noted.Major areas inspected:radiological environ monitoring program.including organization,mgt controls & training.
WfSE.R., MURRAY.B., JAUDON.J.P. Region 4, Office of Director. 85/03/07. 5pp. 29318:165-29318:169.
8503080442 Suppl 1 to IE Info Notice 85-010, "Post-Tensioned Containment Tendon Anchor Head Failure." Svc List encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/08. Consolidated Edison Co. of New York, Inc. 109pp. 29481:085-29481:192.
8503150356 Forwards Insp Rept 50-298/85-07 on 850211-15.No violation or deviation noted.
JOHNSON.E.H. Region 4, Office of Director. 85/03/08. PILANT.J.M. Nebraska Public Power District. 2pp. 29373:208-29373:212.
-8503150359 Insp Rept 50-298/85-07 on 850211-15.No violation or deviation noted.Major areas inspected:welding & NDE replacement piping for recirculation sys. GILBERT.LD., JAUDON.J.P. Region 4, Office of Director. 85/03/08. 3pp. 29373:210-29373:212.
8503060540 IE Info Notice 85-019. "Alleged Falsification of Certifications & Alteration of Markings on Pipings,Valves & Fittings." Svc list encl.
JORDAN.E.L Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/11. Consolidated Edison Co. of New York. Inc. 107pp. 29480:233-29480:339.
8503070477 IE Info Notice 85-020, "Motor-Operated Valve Failures Due to Hammering Effect." Svc list encl.
JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/12. Consolidated Edison Co. of New York, Inc. 108pp. 29480:340-29481:084.
8503200267 Responds to NRC 850213 notice of violation & proposed imposition of civil penalty from Insp Rept 50-298/84-26. Corrective actions:evaluation conducted of pertinent requirements contained in NUREG-0800.
KUNCL.L.G. Nebraska Public Power District. 85/03/14. TAYLOR.J.M. Director's Office, Office of Inspection and Enforcement 8pp. 29431:021-29431:028.
8503270454 Forwards Vols 1 & 2 to Rev 3 to GE "Inservice Insp Program for ASME Class 1,2 & 3 Components." Program contains one addl & one altered relief request.Revs to document will not be forwarded to NRC w/o specific request. PILANT.J.M. Nebraska Public Power District 85/03/15. VASSALLO.D.B. Operating Reactors Branch 2. 1p. 29525:138-29527:032.
-8503270456 Vols 1 & 2 to Rev 3 to "Inservice Insp Program for ASME Class 1,2 & 3 Components." * General Electric Co. 85/03/05. 614pp. 29525:139-29527:032.
8503140033 IE Info Notice 85-021, "MSIV Closure Logic." Svc list encl. JORDAN.E.L. Division of Emergency Preparedness & Engineering Response (Post 830103). 85/03/18. Consolidated Edison Co. of New York. Inc. 102pp. 29495:120-29495:221.
8503250011 Forwards Insp Rept 50-298/85-04 on 850128-0201 .No violation or deviation noted.
JOHNSON.E.H. Region 4, Office of Director. 85/03/18. PILANT.J.M. Nebraska Public Power District. 2pp. 29492:348-29492:349.
-8503250014 Insp Rept 50-298/85-04 on 850128-0201.No violation or deviation noted.Major areas inspected:radiation protection program.organization & mgt controls.ALARA program & NUREG-0737 open items.
BAER.R.E., MURRAY.B., HALL.R.E. Region 4, Office of Director. 85/03/14. 11pp 29492:358-29492:360.
R. Periodic operating reports & related correspondence
8503180540 Monthly operating rept for Jan 1985.W/850204 Itr. SALISBURY.J.K., THOMASON.P.V. Nebraska Public Power District. 85/01/31   5pp. 29420:263-29420:267.
8503120434 Monthly operating rept for Feb 1985.W/850304 Itr. SALISBURY.J.K., THOMASON.P.V. Nebraska Public Power District. 85/02/28 5pp 29317:069-29317:073.
S. Reportable occurrences, LEFts & related correspondence
8502040187 NPDES noncompliance notification:on 841219,total daily suspended solids found above limit.Caused by problems w/sewage treatment tanks & increased sewage load.Load limiting effort underway.
COOPER.LJ. Nebraska Public Power District 85/01 /22. OSBORN.C. Nebraska State of. 3pp. 28733:254-28733:256.
8503080144 NPDES noncompliance notification:biochemical oxygen demand & total suspended solid noncompliance occurred.Caused by increased flow to treatment plant & inflated calculated discharge due to line break in potable water sys. COOPER.LJ. Nebraska Public  Power District. 85/03/01. PAULSEN L Nebraska State of. 5pp. 29284:287-29284:296.
V. Operator Examinations
8503140526 Forwards Performance Appraisal Insp Rept 50-298/84-21 on 841022-1102 & 13-16 & executive summary re 29 potential enforcement findings presented as unresolved items. Response within 60 days requested.
GRACE.J.N. Division of QA, Vendor & Technical Training Center Programs (Post 850212). 85/02/01. PILANT.J.M. Nebraska Public Power District 10pp 29374-296-29374:344.
mPublic Power District. 85/03/13. MARTIN.R.D. Region 5, Office of Director. 1 p. 29494:150-29494:150.
